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Pulse Sequence: HETCGR 
Solvent: CD3DD 
Ambient temperature 
File: FD-MD5PSRS-V-HetCOr-72 
Mercury-300 "mtl-nmr02 M 

PULSE SEQUENCE: HETCOR 
Relax- delay 1.(100 sec 
Acq. time O.OSS sec 
Width 15a22.a Hz 
2D Width zooa.o He 
64 repetitions 
2 x s 12 Increments 
OBSERVE C13, 75.3643515 MHz 

DECOUPLE HI, 299.8003532 MHz 
Power 42 dB 
on during acquisition 
off during delay 
WALTZ-16 modulated 
DATA PROCESSING 
Gauss apodlzatlon 0.030 sec 
FI DATA PROCESSING 
Gauss apodization 0.158 sec 
FT Size 2046 X 4095 
Total time 21 hr, 57 min, 5 sec 
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Source: https://www.industrydocuments.ucsf.edu/docs/jknx0001 





